111A60ALW
	No/Alum.
	No/Alum.
	No
	No
	No
	Optional
	Yes

111A60ALW1
	No/Alum.
	No/Alum.
	No
	No
	No
	Optional
	Yes

111A60ALW2
	No/Alum.
	No/ Alum.
	No
	No
	No
	Optional
	Yes

111A60W1
	No
	No
	No
	No
	No
	Optional
	Yes

111A60W7
	No
	No
	No
	No
	No
	Optional
	Yes

112A400W
	Yes
	Yes
	No
	Yes
	No
	Optional
	Yes

112J340W
	Yes
	Yes
	Yes
	Yes
	Yes
	Yes
	Yes

112J400W
	Yes
	Yes
	Yes
	Yes
	Yes
	Yes
	Yes

112S340W
	Yes
	Yes
	Yes
	Yes
	No
	No
	Yes

112T340W
	Yes
	Yes
	Yes
	Yes
	Yes
	No
	Yes

112T400W
	Yes
	Yes
	Yes
	Yes
	Yes
	No
	Yes

114A340W
	Yes
	Yes
	No
	No
	No
	Optional
	Yes

114J340W
	Yes
	Yes
	Yes
	No
	Yes
	Yes
	Yes

a Minimum steel plate thickness for tank shell and heads when steel of less than 65,000-psi tensile strength is used. Lower thicknesses are often permitted

for steel with higher tensile strength.

bBottom outlets, washouts, and other fittings are prohibited; all top fittings are protected (most cases).
c Although insulation is not provided as a protective feature, it has a positive effect in providing additional tank puncture resistance, the degree to which

varies according to the jacketing and insulation material used and the insulation thickness.